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DART AEROSPACE LTD 
VICTORIA INTERNATIONAL AIRPORT, CANADA 
DRAWING NO. REV. A 
D2537 SHEET 1 OF 1 
TLE SCALE 
BUSHING 11 
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MATERIAL: 304/316 SS 7/16 OD 0.063 WALL 
oR COGS WALL 
UE 2104.07 
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